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NOTES: 

1. UNLESS OTHERWISE SPECIFIED. 

A. ALL RESISTORS ARE EXPRESSED IN 
OHMS AND ARE 1/4 W 5%. 

B. ALL CAPACITORS ARE EXPRESSED IN 
MICROFARADS. 

C. ALL LED’S ARE RED. 

D. ALL OP AMPS ARE LM339. 

2. ALL LED CONNECTIONS MADE THROUGH 
J2. 
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